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MINISTRY OP HOME AFFAIRS 

NOTIFICATION 

New Delhi, the 13th July 1960 

S.O. 1724A. —In exercise of the powers conferred by sub-clause (viii) of 
clause (a) of sub-section (1) of section 2 of the Essential Services Maintenance 
Ordinance, 1960 (1 of I960), the Central Government, being of opinion that strikes 
In any service connected with the supply of electrical energy to the public by 
the State Government or by any other licensee under the Indian Electricity Act. 
1910 (9 of 19101 or with the generation, storage or transmission of electrical 
energy for the purposes of such supply would result in the infliction of grave hard¬ 
ship on the community, hereby declares every such service to be an essential 
Service for the purposes of the said Ordinance. 


[No 20/60/60-T.l 


ORDER 

New Delhi, the 13 th July 1960 

S.O. 1724 B. —In exercise of the powers conferred by sub-section (1) of sec¬ 
tion 3 of the Essential Services Maintenance Ordinance, 1960 (1 of 1960), the 
Central Government hereby prohibits strikes in any service connected with the 
supply of electrical energy to the public by the State Government or by any 
other licensee under the Indian Electricity Act, 1910 (9 of 191.0) or with the 
generation, storage or transmission of clectiical energy for the purposes of such 
supply, declared by the Notification of the Government of India in the Ministry 
of Home Affairs S.O. No. 1724A, dated the 13th July, I960, to be an essential 
sendee for the purposes of the said Ordinance 

[No. 2O/6O/60-T.] 
V. VISWANATHAN, Spcl, Secy. 
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